Let me tell you 
what we’re doing 
to presell your 


prospects on 
Thermobalance 
systems. 


Over the years, a consistent adver- 
tising program has mace Bally the 
most recognized name among 
prospective walk-in buyers. And 
right now, we're telling these peo- 
ple about still another reason to 
choose Bally...our THERMO- 
BALANCE Refrigeration Systems. 


Because THERMOBALANCE sys- 
tems are the first ever designed 
exclusively for use with walk-ins, 
they're big news...and we’ve 
scheduled an advertising program 
to spread the word. Handsome new 
color ads are reaching hundreds of 
thousands of potential customers. 
And remember, we're talking about 
a tremendous coverage . . . food 
service, grocers, health care, bak- 
ery, dairy, processors and school 
markets. 


In every segment of the market- 
place, ads for THERMOBALANCE 
will be seen and read by the de- 
cision-makers on equipment pur- 
chases. Their inquiry responses 
will be qualified by a telephone call 
from Bally ad-research people. 
Then the “‘hot’’ prospects will 
immediately be given to dealers 
for follow-up. As our advertising 
has done in the past, this new 
THERMOBALANCE campaign will 
mean more sales...easier sales 
...for you. For more details, call 
me at (215) 845-2311. 


Fred Brumbach 
Advertising Director 





Bally Case & Cooler, inc. 
Bally, Pa. 19503 
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CARSES Educational Conference—Apr. 23, 
24, 25, 1981, Elk’s Lodge, Chico, 
CA. Conference Chairman: Joe Mes- 
sina, 1680 Oak Vista, Chico, CA 
95926. 

Sunshine State Association—May 7-10, 
1981, Holiday Inn, 233 Benjamin 
Franklin Dr., Lido Beach, FL. Con- 
ference Chairman: James A. Ham- 
lin, 2203 Holyoke Ave., Bradenton, 
FL 33507. 
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ice Machine 


A new ice machine whose unique, 
futuristic design is said to permit up to 
41 percent more ice from the same 
amount of energy used by other cub- 
ers has been introduced. The Model 
CM1200 offers the lowest possible 
operating costs through high energy 
efficiency, water conservation and a 
strong product warranty. Great relia- 
bility is assured by fewer moving parts 
and no moving parts under refrigera- 
tion. Scotsman 
Circle 39 on Reader Service Card 


Blowers 


This line of general purpose blowers 
has been extended to include units up 
to 460 cfm. The line now comprises 
seven stock models, plus a full range 
of electrical and mounting acces- 
sories. The three new blowers in the 
U.E. line are rated at 160, 265, and 
460 c.f.m. All are designed for 115- 
volt, 50/60 Hertz service and feature 
mounting flanges on the discharge 
openings. Universal Electric Co. 
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Therefore, if you are concerned about 
the spector of regulation as an impor- 
tant part of your business, there are 
three effective actions you can take: 


1. Respond to the ANPR. 
2. Write your congressman. 


3. Join the Alliance for Responsible 
CFC Policy. 


Remember, time is of the essence! 


For further information, contact your 
local wholesaler. 


Editor's Note: When writing to the EPA, 
address your letters as follows: Ms. 
Joni T. Respasch, Office of Pesticides 
and Toxic Substances (TS-793), EPA, 
Rm. E-477, 401 M Street, S.W., 
Washington, D.C. 20460 
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Region 6 since 1976, as well as serv- 
ing as secretary-treasurer for the Re- 
gion since 1974. His other positions 
with ARW include chairman of board 
liaison with the Finance Committee, 
Executive Committee, Young Execu- 
tive Committee and Energy Conserva- 
tion Committee. Service Parts Com- 
pany became a member of ARW in 
1943. 
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copy today. 
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PUMP-UP™ from Bramec is the perfect elevation 
system for heat-pumps and other equipment. PUMP-UP™ 
is a simple alternative to concrete block, welded 
metal stands, or other jury-rigged systems. 
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CORPORATION 
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Honeymoon Capital, By Willis 
Stafford June-34 

RSES Educational Programs 
Available Through Calgon 

June-50 





RSES 43rd International 
Conference October 15-18, 
1980, Two More Denver 
Highlights July-34 

RSES Group Hospital Money 
Program Offers Liberal 
Acceptance Guarantee 

Mar-31 


Service Educators Council Now 
Has 283 Members Apr-45 
Service Engineers Attend Joint 
Seminar & Exhibit Lubbock 
Texas, Nov. 3-Dec. 1 .Jan-43 
Small Business Workshop 
Scheduled for Atlanta 
May-53; July-36 
SWRA Holds a Texas-Style 
Conference May-36 


Tennessee/Alabama Announce 
First Joint Conference March 
19-21, 1981 Oct-34 

34th Annual Maritime 
Educational Conference 

Jan-51 
Trenton Holds VICA Competition 
Oct-38 

22nd Annual CARSES/Cal-Poly 
Workshop Mar-32 

Two-Day Controls Seminar 
March 14-15, Newark 
Delaware 
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Effective 
Immediately 


you can depend on us for all 
your heating parts, tools, 
equipment and supplies. 





You’ve always known us during the Spring and Summer months as Harry Alter 
the air conditioning and refrigeration people. 

Now get to know us in the Fall and Winter months 2s Harry Alter . . . 

the heating people. 


Our 67 locations and the famous Dependabook contain all the 


heating parts, tools, equipment and supplies you will need. 
Fast Service. Experienced Counter Men. Huge Inventory. 
Come in or call your order in today. 

We’re your number one source. 


The Harry Alter Company 
1200 W. 35th St. Chicago, il 60609 (312) 376-3505 


Mid-Year Board Meeting May- 53 

Minneapolis Hosts All Industry 
Trade Show Jointly 
Sponsored by RSES and ARI 


Minutes of the Annual Business 
Meeting 

Missouri Valley Chapter, Omaha 
Hosts Upper Midwest 
Regional Association 
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Walk Through Larimer Square, A 
Litctiascts . July-34 
‘We Have the Land. .. We Need 
Your Support’ .Nov-34 
Workshops Scheduled for 
Instructor Certification and 
Heat Purnp Instructor 
Recertification .May-49; 
June-39; July-33 
RSES Outlines — Fund Goals 
Apr-28 


S 


Safety, Your Instruments and Your 
Pe .Feb-25 
Sales Tools, Mr. Retrofitter: Your 
Instruments Are Your ... .Oct-18 
Service, RSES Moves Into the Eighties 
with the Strength of . Sep-14 
Service Savings, Analyzers, Key to, By 
Steven J. Funk and Daryl Lee 
Spector .....Feb-12 
Setback Pays Here's Proof, By 
George Schade and Lorne 
Nelson ....-NOv-17 
Simple Water Treatment Know-How 
Helps Make Your Water-Cooled 
—" a Major whee Saver 
. Aug-14 


Single Phase Test Guides You to 
Application Answers, Practical, 
By Joe Ammons CM ... .May-25 

Solar Project, Considering a, Here are 
— Guides to Planning 


Source Guide, A Retrofit . 
Components 

Spiraling Costs, The Plate Type Heat 
Exchanger Helps Level .Aug-23 

Sun Shines on Middletown, The, By 
Marvin A. Goldberg . July-12 

Supermarket Service, A New 
Opportunity In, Retrofit Door 
Kits, By Mike Barton ....Nov-12 

Switches, Part |, Control Service 
Depends on Functional 
Understanding, By Joe Ammons 
CM 

Systems, Intermittent Ignition, By 
Christopher Raynes . Oct-19 


T 


Techniques Almost Everyone Can 
Use, Two Retrofitting ....Oct-15 
Time Saving Innovation, Flexible Duct 





classified advertising 


RATES: 65¢ per word; minimum 25 words.—$3.30 per line for bold face headings. $33.00 per 
inch for line listings. —Alll classified advertisements are payable in advance. 


Opportunity Knocks! 

Established HTG/AC equipment and controls wholesaler 
opening new branches. Outstanding career = 
available now. Wholesale experience preferred but not 
necessary. References required. Knowledge of equipment 
and controls a must. Excellent salary—top benefits— 
rofit sharing. Open the door to your future—today. Call 
Mr. De Dennis, 312-651-5100. G & S Supply Co., 5801 So. 
Halsted St., Chicago, IL 60621 





Air Conditioning Technicians—outstanding career oppor- 
tunity with Mechanical Contractor in Tampa Bay area 
“where the good life gets better every day."’ Salary $9.00 
to $12.00 per hour. Top benefits plus profit sharing. Ex- 
perienced only. References required. Send resume to 
RSC-REFRIGERATION SERVICE & CONTRACTING, 
1800 Oakton Street, Des Plaines, IL 60018. 





RIGHT BUSINESS! 
RIGHT PRICE! 

RIGHT LOCATION! 
Write and tell us the type of business and location you 
want. We will send you at NO COST a business portfolio 
on an established business which includes: Pictures, Price, 
Terms, Business Analysis, and Owners Name, address, 
phone number. 


FFILIATE 
BUSINESS CONSULTANTS 
Box 6358 Dept. C 
Colorado Springs, CO 80934 
1-800-528-6050 ext. 1478 
No commissions to us involved 





HVAC Employment Consultants, Inc. (Agency) 
We are the largest service dealing in HVAC, Plumbing, 
Piping, Refrigeration and Air Conditioning Industries 
Sales Engineer Low Temp Refrigeration, Industrial Ex- 
perience S.W. location salary open; Refrigeration En- 
gineer, Supervise assembly of Package refrigeration sys- 
tems. Florida location. Sal Open. Strong Commercial ex- 
perience; Operations Mgr. for compressor remanufac- 
turer. © W. Location Will supervise production & Q.C. to 
$35K; Director of Maintenance—Large—Milk Producer 
NY Metro/Area to $40K. 
Visit us at the ASHRAE Show in Chicago. We're at the 
Hyatt Regency. 312-565-1000. HAVC Employment Con- 
sultants, Inc. (Agency), 150 Broad Hollow Road, P.O 
Box 892, Melville, New York 11747. Call 516-427-2968 or 
in Calif. 213-628-7160 
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SALES ENGINEER 
HVAC 


HVAC/Refg. Service Division of leading Greater Dela- 
ware Valley mechanical contractor has position open for 
top notch salesperson w/proven track record. Experience 
in mid to large tonnage maintenance contracts & installa- 
tions. Base salary + comm. Company car. Excellent ben- 
efits. Aggressive qualified producer only. Send resume to: 


John F. Harkins Co. Inc., 
19050. 


P.O. Box 5, Lansdowne, PA 





RETUBING—Immediate field and shop service, absorp- 
tion, centrifugal & reciprocating systems. Ammonia, 
Freon, lithium, Bromide, condensers, rs, chill- 
ers & heat exchangers retubed. New and used shell and 
tube units in stock, or will build to order, fast delivery, all 
metals. HAVE TUBES WILL TRAVEL, CALL, Wolf 
Condenser Works, Inc., 709 Hart St., Brooklyn, N.Y. 
11221. Phone: 212/H05-8331 or 212/H13-1567. 





EQUIPMENT FOR SALE 


RE-BUILT COMPRESSORS (exchange) Carrier, 
Copeiametic, Trane, Worthington, etc. — and semi- 
hermetic types, 5 hp and over. Large in of most 

models ‘‘on the shelf’ for immediate ae 
Call or write for quotes, catalogs, etc. CPR Ssors, 
Pf Half Crown Drive, Dallas, Texas eos). (214) 330- 





Refrigeration salvage and service company in Los 
Angeles, offers unique situation for knowledgeable and 
experienced party $275,000. Price includes machine and 
carpentry shops, inventory, vehicles, etc. High yield on 
$500,000 sales. Terms. Write or call: Marshall Kaplan, 
Hallis & Associates, 9911 W. Pico Boulevard, Suite 750, 
Los Angeles, California 90035. (213) 839-4502. 





a 


WE BUY rebuildable air diti 2. 
(reciprocating 8; Carrier, Ce ' 
Worthington a some other makes—open —y com 
hermetic types only. Send information re: make, model, 
condition, asking price. We also quote on rebuild and ex- 
changes. CPR Compressors, 4520 Half Crown Drive, 
Dallas, Texas 75237, (214) 330-0386. 











Tips, Installing/Servicing . June-19; 
July-8; Aug-21; Sep-23 

To All RSES Members, From Harry 
Drake 

Tools & Components, Residential 
Retrofit Source Guide .. .Oct-24 

Tools & Components . . . A Retrofit 
Source Guide 

Training, Knight Energy Institute 
Introduces Space-Age A/C, By 
Willis Stafford . Sep-25 

Troubleshooting With Instruments, By 
James Kamm 

Two Retrofitting Techniques Almost 
Everyone Can Use Oct-15 


U-V 


Unit Coolers, Hot Gas Defrosting of, 
Installing/Servicing Tips, By 
George Sinichko 

Urgent Message to the Industry, An 


WACHRE Shows the Way, Energy 
Conservation: 

Water Cooled System a Major Energy 
Saver, Simple Water Treatment 
Know-How Helps Make Your 


Water Source Heat Pumps, A Versatile 
Retrofit Solution 
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